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As-it-happens  update  □ August  9,  2015 

NEWS 


1 ' *A  Causes  Toxic  Spill  into  Colorado  River 

Breitbart  News 

The  pellucid  Animas,  which  supplies  drinking  water  to  the  town  of  Durango,  turned  yellow  as  a result  of  the 
sludge,  and  was  closed  by  EPA  officials,  ... 


as  irrelevant 


T :ni  Ebiert:  ignore  the  scare  tactics;  EPA's  Clean  Power  PSan  will  be  good  for 
Kentucky 

Lexington  Herald  Leader 

Here's  some  advice  for  Kentucky  politicians  freaking  out  about  the  Environmental  Protection  Agency's  new 
Clean  Power  Plan:  Calm  down,  take  a ... 


EPA  spills  a million  gallons  of  toxic  waste  into  Colorado's  Animas  River 

Examiner.com 

Tasked  with  cleaning  up  Gold  King  mine,  the  EPA  breached  a berm  causing  the  toxic  water  to  flow  into  the 
Animas  River.  Silverton,  Colorado,  an  old  ... 
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